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Message Text 


UNCLASSIFIED 

PAGE 01 KADUNA 00206 231522Z 

64 

ACTION AF-06 

INFO OCT-01 ISO-OO EB-07 /014W 

089753 

R 231511Z FEB 76 
FM AMCONSUL KADUNA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3296 
AMEMBASSY LAGOS 

UNCLAS KADUNA 0206 

E.O. 11652: N/A 
TAGS: BEXP.NI 

SUBJECT: INVITATION TO QUALIFY FOR TENDER 
USDOC 

1 . THE MINISTRY OF NATURAL RESOURCES, NORTH EASTERN STATE, 
INTENDS TO CARY OUT FEASIBILITY STUDIES ON THE ESTABLISHMENT 
OF A LARGE SCALE RICE MILLING INDUSTRY AND IS INVITING 
INTERESTED FIRMS TO QUALIFY FOR TENDERS. 

2. IT IS ESTIMATED THAT RICE IS GROWN IN FADAMAS AROUND 
GASHUA, BORNO PROVINCE AMOUNTING TO ABOUT 33,200 ACRES AND THAT 
FUTURE DEVELOPMENT IN THIS AREA IS LIKELY TO INCREASE. 

SIMILARLY, AT LAU, ADAMAWA PROVINCE, FADAMA RICE DEVELOPMENT 
IS CURRENTLY ESTIMATED AT 33,500 ACRES AND THIS ACREAGE IS 

ALSO LIKELY TO BE INCREASED. 

3. REPUTABLE CONSULTING FIRMS WHO CAN CARRY OUT STUDIES ON 
RICE MILL DEVELOPMENT MAY APPLY, WITH FULL BACKGROUND 
EXPERIENCE AND EXPERTISE IN THE SUBJECT FOR SHORT-LISTING 
BEFORE TENDERS ARE CONSIDERED. APPLICATIONS SHOULD BE SENT 
TO THE PERMANENT SECRETARY, MINISTRY OF NATURAL RESOURCES, 
PRIVATE MAIL BAG 1047, MAIDUGURI, NOT LATER THAN 20TH 
MARCH 1976. 

BURKE 
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